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ACTION AF-06 

INFO OCT-OI ISO-00 EB-07 /014W 
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EO 11652 NA 
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SUB: REQUEST FOR INFORMATION BY AN AMERICAN 
AGRIBUSINESS FIRM 

REF: DEBT'S A-3596 

1. POMADZE POULTRY ENTERPRISES LTD. HAS PLANT NEAR 
CITY OF CAPE COAST CAPABLE OF PROCESSING 10,000 CHICKENS 
A DAY, AND A FARM WHICH CAN BREED UP TO 10 MILLION 
CHICKS PER YEAR.HATCHERY IS NOT PRODUCING ENOUGH CHICKS 
TO MAKE RUNNING OF PROCESSING PLANT PROFITABLE, ACCORDING 
TO AN OFFICIAL OF THE GOG-OWNED NATIONAL INVESTMENT BANK. 
FIRM INTERESTED IN SOURCE OF SUPPLY FOR BIRDS PLUS 
MANAGEMENT TRAINING PROGRAM. GOG OWNS 60 PER CENT OF 
COMPANY. FOR MORE INFORMATION CONTACT MR. ANTHONY WOODE, 
CHAIRMAN OF THE BOARD OF DIRECTOR, POMADZE POULTRY 
ENTERPRISES, P.O. BOX M-26, ACCRA, GHANA, CABLE ADDRESS: 

POMATEL. 

2. SEVERAL U.S. BUSINESSMEN VISITED GHANA RECENTLY 
LOOKING FOR SOURCES OF SUPPLY FOR PINEAPPLES, BUT 

GHANA DOES NOT PRODUCE ENOUGHT FOR EXPORT. GOG WILLING TO GO 
INTO PARTNERSHIP WITH FOREIGN FIRM WHICH WOULD INVEST 
IN AND PROVIDE EXPERTISE FOR SETTING UP PINEAPPLE 
GROWING AND PROCESSING OPERATION. CONTACT MR. J.S. 

ADDO, MANAGING DIRECTOR, NATIONAL INVESTMENT BANK, P.O. 

BOX 3726, ACCRA, TELEX: 2161, CABLE ADDRESS; 

INVESTBANK, ACCRA. 
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3. NATIONAL INVESTMENT BANK AND AGRICULTURAL DEVELOPMENT 
BANK EINANCING SETTING UP OF PIG PROCESSING PLANT IN 

TEMA TO BE KNOWN AS QUALITY MEAT PROCESSING CO. TECHNI- 
CAL ASSISTANCE NEEDED. MACHINES BEING ORDERED FROM U.S. 
CONTACT MANAGING DIRECTOR, NATIONAL INVESTMENT BANK. 

4. COMMENT: WHILE ASSISTANCE WITH ABOVE MENTIONED PROJECTS 
IS NEEDED, TECHNOEOGICAE RESOURCES, INC, SHOULD BE MADE 
AWARE THAT TIGH IMPORT LICENSE SITUATION PLUS SHORTAGE 

OF FOREIGN EXCHANGE WILLPROBABLY REDUCE FIRMS'S PROSPECTS 
IN GHANA. 
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